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. 

course  in 

BUSINESS  MANAGEMENT 

for  the 

ELECTRICAL  CONTRACTOR 


sponsored  hij  the 

ELECTRIC  SERVICE  LEAGUE  OF  ONTARIO 

and  the 

ELECTRICAL  CONTRACTORS’ ASSOCIATION  OF  ONTARIO 


TEN  LECTURES  WEDNESDAY  EVENINGS 

JANUARY  13  — MARCH  17,  1954 


This  is  the  second  Course  in  Business  Management  for 
Electrical  Contractors.  It  will  attempt  to  give  new 
answers  to  old  problems  by  review  and  further  investiga- 
tion and  also  to  answer  problems  in  areas  not  touched 
by  last  year’s  Course.  Emphasis  will  be  placed  on  the 
practical  side  of  management  in  establishing  and  opera- 
ting the  small  or  medium-sized  contracting  business. 

The  lecturers  are  men  of  ability  and  experience  who 
have  gained  wide  recognition  in  handling  successfully 
problems  in  management,  electrical  contracting,  and 
other  branches  of  the  electrical  industry. 


The  Course  is  sponsored  by  the  Electric  Service  League 
of  Ontario  and  the  Electrical  Contractors’  Association  of 
Ontario  in  co-operation  with  the  Institute  of  Business 
Administration,  University  of  Toronto. 


Associate  Course  Directors  : 

John  F.  Mowat,  Manager, 

Electric  Service  League  of  Ontario. 

Robert  R.  M.  Coupland,  Secretary 

Zone  20,  Electrical  Contractors’  Association. 


Place:  Room  254  Mechanical  Building 

Time:  Wednesdays,  8 p.m.  commencing  January  13, 

1954. 

Fee:  $15.00 


REGISTRATION: 

By  mail  or  in  person  at  Room  232,  Simcoe  Hall 
(second  floor)  daily  from  9 a.m.  to  5 p.m.  except 
Saturdays. 


You  and  your  staff  are  encouraged  to  enrol  early  for 
the  total  enrolment  may  have  to  be  limited. 


LECTURES 


January  IS 

SOME  MANAGEMENT  PROBLEMS. 

Professor  S.  G.  Hennessey, 

Institute  of  Business  Administration. 

January  20 

INTERNAL  ORGANIZATION  AND  CONTROL 
Professor  S.  G.  Hennessey, 

Institute  of  Business  Administration. 

January  27 

CREDITS  AND  COLLECTIONS. 

B.  Y.  Haddy,  (Retired) 

Formerly  Treasurer,  Canadian  General  Electric 
Co.  Ltd. 

February  3 

CONTRACT  LAW  AND  THE  LIEN  ACT. 
Professor  J.  B.  Milner, 

School  of  Law,  University  of  Toronto. 

February  10 

MANAGEMENT  RESPONSIBILITY  FOR 
EFFICIENT  BUYING. 

J.  PI.  Garlick, 

Purchasing  Agent,  Exide  Batteries  of  Canada  Ltd. 
February  17 

ESTIMATING  I-LABOUR  UNITS 

Clarence  W.  Dent, 

Supervisor  and  Engineer,  Roxborough  Electric  Ltd. 
February  24 

ESTIMATING  II— LARGE  CONSTRUCTION 
Harry  Weale,  President, 

Standard  Electric  Company  Ltd. 

March  S 

ESTIMATING  III-VARIED  JOBS 
Gordon  Brown,  Owner-Manager, 

The  Brown  Electric  Co.  Ltd.,  Oakville,  Ontario. 

March  10 

PERSONAL  RELATIONS— STAFF  AND 

CUSTOMERS 

Professor  J.  C.  Sawatsky, 

Institute  of  Business  Administration, 

March  17 

THE  MANAGEMENT  OF  AN  ENTERPRISE 
Professor  S.  G.  Hennessey, 

Institute  of  Business  Administration 


Application  forms 
may  be  obtained  from 


THE  DIRECTOR, 
Uni versity  Extension, 
Simcoe  Hall, 


UNIVERSITY  OF  TORONTO 


Phone  Midway  6611, 
Locals  IS,  21,  22,  23. 


